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anchor, 1597* The mint-marks of the sixpences are quite complete, and only a few dates are missing. One piece of 1570 shows the mint-mark, a castle struck over a coronet; and in the whole series there is only one milled coin, and that a sixpence of 1571, with the mint-mark a castle.
There are only three half-crowns of James I. in the hoard: one with mint-mark lis (1604), the others with trefoil slipped (1613); and all with the legend QVJE DEVS. The series of shillings and sixpences of this reign is not so complete as regards mint-marks and dates as that of Elizabeth. A comparison of the above lists with those given in Hawkins will show which are the missing ones; so they need not be set out in detail. There are several Scottish coins, which prove, as in the case of the East Worlington find, that these passed in currency in England, the thistle merks as shillings and the half thistle merks as sixpences. There are also two Irish shillings, which must have passed current for half their nominal value, i.e., 6d.
Of Charles I. we get no crowns, but there is a good representative series of half-crowns of the Tower Mint, and some rather interesting pieces of local issue. Some of the earlier half-crowns struck between 1625 and 1630 are wanting, but after 1630 the series is quite complete down to 1646, when it will be recollected that the issue of coins at the Tower Mint ceased till the Commonwealth. In spite of a very careful examination no new varieties were met with; but it should be noted that these coins were in such a poor state, that out of 164 specimens the mint-marks of 46 could not be made out.
Amongst the local half-crowns the following are the more noteworthy pieces. Of Oxford there are three*